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Equivalents.
Load:

Logs........................................... 40 cu. ft.

1.133 cu. ft.
320 bd. ft.
0.242 standard

Squared timber..................................  50 cu. ft.

1.416 cu. m.
500 bd. ft.
o 303 standard

Boards......................................... 50 cu. ft.

1.416 cu. m.
600 bd. ft.
0.303 standard
Cubic foot:

Logs........................................... 6 bd. ft.

Squared timber..................................  12 bd. ft.

Boards.........................................  12 bd. ft.

Wagon or carload....................................  22 cu. m.

Logs...........................................  6226 bd. ft.

Squared timber..................................  7766 bd. ft.

Boards......................................... 9328 bd. ft.

Cord:

Space..........................................  128 cu ft.

3.624 cu. m., or steres

Shipping ton........................................ 40 cu. f t. (round timber;

Hectare............................................  2.47 acres

Acre............................................... 0.4047 hec.

Inch...............................................  25.4 mm.

Foot................................................ 304.8 mm.

30.48 cm.
French foot.........................................13.12 in. (3 m.)
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